SAINT  PAUL'S  CHAPEL.  Trinity  Parish 
New  York 
The  Altar  of  the  Blessed  Sacrament, 
standing  at  the  head  of  the  South  Aisle, 
was  consecrated  on  October  30.  1941,  on 
the  175th  Anniversary  of  the  Dedication 
of  the  Chapel,  as  a  Memorial  to  the  Rev- 
erend William  Montague  Geer,  sometime 
Vicar  of  St.  Paul's. 
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